DOCKETED ITEMS     127

9004270218 Forwards monthly operating repts for Feb 1990 for Sequyoah Nuclear Plant
Units 1 & 2 a Rev 24 to ODCM.

WALLACE.E.G. Tennessee Valley Authority. 90/03/14.  Document Control Branch
(Document Control Desk). 2pp. 53631:245-53632:063.

-9005070271  Monthly operating repts for Feb  1990 for Sequoyah  Nuclear Power
Plant.Units 1 & 2.
HOLLOMAN.TJ. Tennessee Valley Authority. 90/02/28. 9pp. 53631:247-53631:255.

-9005070273 Rev 24 to ODCM.
* Tennessee Valley Authority. 90/03/14. 168pp. 53631:256-53632:063.

9005180168 Monthly operating repts for Apr 1990 for Sequoyah Nuclear Plant.W/
900515 Itr.

HOLLOMON.TJ.,   WALLACE.E.G.   Tennessee   Valley   Authority.   90/04/30.   9pp.
53860:187-53860:195.

S. Reportable occurrences, LERs & related correspondence

9004230025 Special Rept 90-05:on 900320,auxiliary instrument room CO2 fire suppres-
sion sys removed from svc to facilitate outage activities & to prevent accidental dis-
charge of CO2 in instrument room.Continuous fire watch established.
WALLACE.E.G. Tennessee Valley Authority. 90/04/13. Document Control Branch
(Document Control Desk). 3pp. 53584:174-53584:176.

9004300039 Special Rept 90-06:on 900410.noncompliance w/Unit 2 License Condition
2.C.13.a re fire protection plan noted as potential problem.Actions initiated to include
affected areas in surveillance of roving & hourly fire watch patrols.
WALLACE.E.G. Tennessee Valley Authority. 90/04/23. Document Control Branch
(Document Control Desk). 5pp. 53664:297-53664:301.

9005030246 Special Rept 90-07:on 900411 .inoperability of fire detection instrumentation
for Fire Zones 134,135,142,143,144 & 145 on Elevation 714 of auxiliary
bldg.Continuous fire watch established for affected zones.

WALLACE.E.G. Tennessee Valley Authority. 90/05/01.  Document Control Branch
(Document Control Desk). 3pp. 53705:215-53705:217.

9005160091 LER 90-005-00:on 900409,emergency start of four emergency diesel gen-
erators   occurred   while   attempting   transfer   of   power.Caused   by   personnel
error. Individuals reprimanded, training initiated & procedures revised.W/900509 Itr.
SPENCER.S.W., BYNUM.J.R. Tennessee Valley Authority. 90/05/09. 5pp. 53808:040-
53808:044.

9005210021 LER 90-007-00:on 90041 S.discovered that Tech Spec surveillance require-
ment not performed within required interval.Caused by personnel error.Surveillance
successfully performed since missed.W/900514 Itr.

WHITTEMORE,C.H.,   BYNUM.J.R.   Tennessee   Valley   Authority.   90/05/14.   4pp.
53864:072-53864:075.

9005210035 LER 90-006-00:on 900414,auxiliary bldg isolation occurred from spent fuel
pit area radiation monitors O-RM-90-102 & 103.Caused by personnel error.Training Itr
issued to instrument mechanics & operations personnel. W/900514 Itr.
SPENCER.S.W., BYNUM.J.R. Tennessee Valley Authority. 90/05/14. 4pp. 53864:081-
53864:084.

X. Onsite Storage of Low Level Waste

9005030251 Application for amend.terminating License 41-08165-14,per encl certificate
of disposition of matls.No low level radwaste stored at plant storage facility & no plans
exist for use in near future.

WALLACE.E.G. Tennessee Valley Authority. 90/04/25. Document Control Branch
(Document Control Desk). 3pp. 53716:350-53716:353.

-9005030325 Certificate of disposition of matls:no matls possessed or procured by li-
censee under License 41-08165-14.
RAY.MJ. Tennessee Valley Authority. 90/04/25. 1p. 53716:353-53716:353.

9005070036 Forwards Rev 24 to physical security/contingency plan.Rev withheld (ref
10CFR73.21).

WALLACE.E.G. Tennessee Valley Authority. 90/04/26. Document Control Branch
(Document Control Desk). 2pp. 53745:114-53745:115.

9005070288 Forwards Insp Repts 50-327/90-11 & 50-328/90-11 on 900306-0405.Viola-
tions noted but not cited.

WILSON.B.A. Assistant Director for Inspection Programs. 90/04/26. KINGSLEY.O.D.
Tennessee Valley Authority. 2pp. 53731:340-53731:358.

-9005070291 Insp Repts 50-327/90-11  & 50-328/90-11 on 900306-0405. Violations
noted. Major areas inspected:control room observations.operations performance.sys
lineups.radiation protection,safeguards & housekeeping insps.
JENISON.K. Region 2, Ofc of the Director. 90/04/25. 17pp. 53731:342-53731:358.

9005150123 Revised EPIPs.including Rev 2 to EPIP-6 & Rev 2 to EPIP-7, consisting of
list of effective pages & plant instruction rev log.W/900503 Itr.
WALLACE.E.G. Tennessee Valley Authority. 90/05/03. 8pp. 53851:142-53851:149.

9005090380 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech
Spec Change 90-07 re addition during Cycle 4 refueling outage of two smoke detec-
tors in each vol control tank room.

RAY.MJ. Tennessee Valley Authority. 90/05/04. Document Control Branch (Docu-
ment Control Desk). 2pp. 53779:347-53779:355.

-9005090382 Proposed Tech Specs re fire detection instrumentation.
* Tennessee Valley Authority. 90/05/04. 7pp. 53779:349-53779:355.

9005160127 Revised EPIP-6, "Plant Instruction Rev Log." W/900507 Itr.
WALLACE.E.G. Tennessee Valley Authority. 90/05/07. 6pp. 53865:046-53865:051.

9005160125 Rev 4 to EPIP-1, "Emergency Plan Classification Flow Chart." W/900510
Itr.

BROOKS.W.P.,   WALLACE.E.G.   Tennessee   Valley   Authority.    90/05/10.   21pp.
53877:170-53877:192.

9005220308 Forwards Rev 16 to security personnel training & qualification plan.Rev
withheld (ref 10CFR2.790).

WALLACE.E.G. Tennessee Valley Authority. 90/05/15. Document Control Branch
(Document Control Desk). 2pp. 53900:355-53900:356.

9005220188 Forwards Insp Repts 50-327/90-17 & 50-328/90-17 on 900406-0505 &
notice of violation.

WILSON.B.A. Assistant Director for Inspection Programs. 90/05/16. KINGSLEY.O.D.
Tennessee Valley Authority. 3pp. 53879:341-53880:002.

-9005220196 Insp Repts 50-327/90-17 & 50-328/90-17 on 900406-0505. Violations
noted.Major    areas    inspected:control    room    observations.sys    lineups.radiation
protection,safeguards, surveillance testing & followup to Generic Ltr 88-17.
HARMON.P. Region 2, Ofc of the Director. WATSON.LJ. TVA Projects Division
(890101-900602). 90/05/16. 18pp. 53879:346-53880:002.

9005230081 Advises that 900426 Rev 24 to physical security contingency plan consist-
ent w/10CFR50.54(p) & acceptable for inclusion into plan.

WILSON.B.A. Assistant Director for Inspection Programs. 90/05/16. KINGSLEY.O.D.
Tennessee Valley Authority. 4pp. 53892:256-53892:259.

K. Utility Final Safety Analysis Report (FSAR) & amends

9005030134 Amend 7 to updated FSAR for Sequoyah Nuclear Plant.W/900427 Itr.
WALLACE.E.G.    Tennessee   Valley    Authority.    90/04/27.    1172pp.   53696:033-
53699:124.

P. Operating license stage documents & correspondence

DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2

F. Security, medical, emergency & fire protection plans

9005160138 Rev 5 to "Radiological Emergency Plan." W/900507 Itr.
WALLACE.E.G. Tennessee Valley Authority. 90/04/06. 85pp. 53852:148-53852:232.

9004270017 Forwards questions to H Myers on 900406 re facility cables.
CALLAHAN.M.S. NRC - No Detailed Affiliation Given. 90/04/10. NRC - No Detailed
Affiliation Given. 90pp. 53633:127-53633:349.

-9004270104 Forwards response to questions re App R.

CALLAHAN.M.S. NRC - No Detailed Affiliation Given. 90/04/10. NRC - No Detailed
Affiliation Given. 10pp. 53633:314-53633:326.

-9004270106 Provides questions re EN NBR 17640 re App R problems.
MYERS.H. Congress (Joint & Rotating Committees, etc.). 90/02/06. RATHBUN.D.
NRC - No Detailed Affiliation Given. 2pp. 53633:327-53633:329.

9004300001 Rev 2 to EPIP-6, "Activation & Operation of Technical Support Ctr." W/
900419 Itr.
NOBLE.T. Tennessee Valley Authority. 90/04/19. 60pp. 53653:032-53653:091.

9005030260 Revised EPIPs.including Rev 2 to EPIP-6 & Rev 2 to EPIP-7 re effective
page listing & rev log.W/900425 Itr.
WALLACE.E.G. Tennessee Valley Authority. 90/04/25. 11pp. 53715:156-53715:166.

9005030316 Forwards Insp Repts 50-327/90-15 & 50-328/90-15 on 900326-30 & notice
of violation.Notice of violation withheld.

WILSON.B.A. Assistant Director for Inspection Programs. 90/04/26. KINGSLEY.O.D.
Tennessee Valley Authority. 4pp. 53719:332-53719:336.

-9005030318 Partially withheld Insp Repts 50-327/90-15 & 50-328/90-15 on 900326-30
(ref 10CFR2.790 & 73.21 ).Violations noted.Major areas inspected.-physical security
program including, inspector reviewed barriers & detection aids.
TOBIN.WJ. Region 2. Ofc of the Director. 90/04/25. 1p. 53719:336-53719:336.

9004270218 Forwards monthly operating repts for Feb 1990 for Sequyoah Nuclear Plant
Units 1 & 2 & Rev 24 to ODCM.

WALLACE.E.G. Tennessee Valley Authority. 90/03/14. Document Control Branch
(Document Control Desk). 2pp. 53631:245-53632:063.

-9005070273 Rev 24 to ODCM.
* Tennessee Valley Authority. 90/03/14. 168pp. 53631:256-53632:063.

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004270017 Forwards questions to H Myers on 900406 re facility cables.
CALLAHAN.M.S. NRC - No Detailed Affiliation Given. 90/04/10. NRC - No Detailed
Affiliation Given. 90pp. 53633:127-53633:349.

-9004270054 Provides questions raised due to 900205 response to 900116 Question
IX(I) re 10CFR50.55e reporting requirements.

MYERS.H. Congress (Joint & Rotating Committees, etc.). 90/02/07. RATHBUN.D.
NRC - No Detailed Affiliation Given. 2pp. 53633:279-53633:281.

-9004270102 Forwards response to H Myers 900203,05 & 06 questions.
BLAHA.J.L Assistant for Operations (Post 890205). 90/02/28. RATHBUN.D.K. Con-
gressional Affairs. 2pp. 53633:312-53633:313.

9004230004 Provides proposed refinement to essential raw cooling water action plan.for
comments.

WALLACE.E.G. Tennessee Valley Authority. 90/04/13. Document Control Branch
(Document Control Desk). 4pp. 53557:138-53557:141.

9004300329 Forwards R-90-01-NPS, "Review of Integration of Engineering Assurance
Functions into Nuclear QA & Nuclear Engineering, Part 2." Review of integration of
engineering assurance functions.scheduled for June 1990 delayed until Sept 1990.
WALLACE.E.G. Tennessee Valley Authority. 90/04/23. Document Control Branch
(Document Control Desk). 2pp. 53636:141-53636:153.-53880:002.
